CHEMISTRY   IN  AMERICA
at B, which is kept cool. Common air is excluded by a glass tube C, which supports a column of mercury. The tube is cut to get at the potassium.
Fig. 2. Mr. Johns's apparatus, .by which the tube is saved, and the experiment may be repeated without destroying any part of the apparatus. 35. Phil. Mag. 321.
An iron gun barrel is cut in three pieces: the first, A a; the second forms the curve a L; the other is the strait piece or alonge GL This is fitted to L, by accurately grinding the one end to fit into the projection of the curved barrel. M is a stop cock, I a glass tube, K a small basin containing olive oil. II is a tube of sheet iron, about six inches long, one half of which is inserted in the curved part L, and the other in the strait part of the barrel G, before they are
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